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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live' 



Jawaharlal Nehru 
"Step Out From the Old to the New' 



IS 5096 (1969) : Dimensions for round locating studs [PGD 2: 
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Bhartrhari — Nitisatakam 
"Knowledge is such a treasure which cannot be stolen" 
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PROTECTED BY COPYRIGHT 



AMENDMENT NO. 1 DECEMBER 2002 

TO 
IS 5096 : 1969 DIMENSIONS FOR ROUND LOCATING 

STUDS 



( P<if>e J, clause 2, Figure ) — Substitute: 
for 'VV 
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( Page I, clause 2, Note 3 ) — Substitute the following for the existing: 

Note 3 — Dimensional tolerance for untoleranced dimensions — Medium grade 
according to IS 2102 (Part t) : 1993 General tolerances : Part 1 Tolerances for 
linear and angular dimensions without individual tolerance indication (third revision).' 
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( Page J, clause 2, Note 3 ) — Substitute the following for the existing: 

Note 3 — Dimensional tolerance for untoleranced dimensions — Medium grade 
according to IS 2102 (Part 1) : 1993 General tolerances . Part 1 Tolerances lor 
linear and angular dimensions without individual tolerance indication (third revision) ' 
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UDC «2t-9-32»-3l 



(First Reprint JUNE 1977) 



IS : 5096 - 1969 




Indian Standard 
DIMENSIONS FOR ROUND LOCATING STUDS 



I* Scop* — Dimensions and requirements for round locating studs. 
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2. Dimensions 
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All dimensions In millimetres. 
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Nat* I — cf t 57 to b» donm on tifmbly. 

Not* 2 — D )t h t to bt hardened, other portions to be left soft. 

Not* 3 — Dimensions! deviation for untolersnced dimensions: Medium class tccordlng to IS: 21 02- 1 962. 

Designation — A round locating stud having D«=20 mm and c^a-lo mm shall be designated as: 

Round Locating Stud 20 x 16 IS : 5096. 

Material — Case hardening steel, hardness > 59 HRC and case depth 0'3 to 0*5 mm. 

Finish — Free from cracks, burrs end other defects. 
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